Approved For Release 2002/07/15 : CIA-RDP80-00810A001 500600003-6 



CLASSIFICATION secret /control -I 

I 

25X1 


< 

3EctmiTy iNFOEmTini 




CENTRAL INTELLIGENCE AGENCY 

REPORT NO. 




INFORS/iATiON REPORT 

CD NO. 

25X1 A 


COUNTRY 

East Germany 


DATE DISTR 

29 June 1953 

SUBJECT 

Establishment of a Testing Department at 
the Central Institute for Radio Technique 

NO. OF PAGES 

1 

f 

PLACE 



NO. OF ENCLS. 



ACQUIRED 



(LISTED BELOW) 



DATE OF 
INFO, 



SUPPLEMENT TO 
REPORT NO- 

25X1 A 


THIS OOCUURHT CONTAIHS tHrORBATlOA AFrECTinCTKE HATIOHAU D_. 
or THE UNiTEO BtATlS. EHTHHS THE HBANIAO OF HTIB IS. £BCTiOKi 
MU T«4. or THE O, S. COOS. AS AKEKOBD. ITS TEAHSHiSStOH OR R 
ATiOfI or ITS COHTEHTS W) OR RECEIFT BT AR UHAUTHORIZBD 
rROHlBITBD B? LAW THE RBritODBCnON OF THIS FOB* IS P 





THIS IS UNEVALUATED INFORMATION 


SOURCE 


25X1X 


1 The Central Institute for Radio Technique (Funktechnlk) which 

has been assitned the task of centralizing and takinr over the entire’ research 
and development of the indus.tries concerned with the pradnction of tele- 
communications equipment, will have a departii&ant for testing all devices 
developed by industry durinf; the period in which development has not been 
transferred at all or in part to the institute, 

2v V/hen Director of the Institute Dr* Gerhard (fnu) received instructions from 
the head of DV Funkwesen, Mat?'ke (fnu), to establish a testing department in 
the institute, he was also informed that the transfer of development per- 
sonnel and equipment from the industries concerned should be handled gradually 
so that no cixrrent development of i portance would suffer from the transfer- 


1/ 1 I Comment . The planned measure is only concerned with the development 
ul fr equipriient^ 
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